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WARREN REPORT 

Oswald was not consisted of any crime. 

Marina lied to committee. 

Marina testified with here say testimony. 

Witnesses did not see rifle in bag. 

Marina did not see rifle in garage. 

Rarina states rifle was in garage after shooting, 

Mrs. Paine was an FBI informer. 

Bosty did contact . Text Booh company . 

Clipboard was not in "thorough search” „ 

Finger print on 6th floor indicates unknown pers': 

Mo finger .prints on rifle. 

Ho finger prints on shells. 

Blfle wrongly Identified. 

Rifle removed from place of .discovery removing dust 
if It was there for a long period of time. 

Eiflse handled by police. Where are their finger prints. 
Eifle shell ejected, tampering with evidence. 

Picture of Walker house; license plate number removed. 
Zapru&er film out at critical nment. 

Photo of front of Test Book cribbed. 

Body removed from State and jurisdiction area. 

Car removed from State. 


overnor Connolly shirt pressed. 


U 

Eifle fired removing evidence of weap "on recent 
Wife testimony against husband . 

Karina signed Hidell signatures, name ©a PO box. 
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ragasenfcs in oar and bodies sot matched, with rifle. 

Jonnolly . 


not line up with 


Lise of sight fro© window doe 
CIAfsan on commission panel. 

Statements by Wade and Frits in front of Ruby ab 
Frits moved 0. before car in position allowing pj 
Ruby allowed In station although twice convicted 
carrying concealed weapons. . 

Sight on rifle off direction and loose. 

Experts missed shots in tests. 

She&ls not made in this country as stated. 

MARKS FROM TWO RIFLES OH SHELLS. 

Witness wrong about rifleman standing at window. 
Autopsy report notes destroyed. 

Oswald testimony records destroyed. 

Other records not made. 

BULLET FOUND IS HOSPITAL SOT FOUND ON STRETCHER. 
Rifle reported found on two different floors. 
Rifle reported found by two different men. times 
Eifle not shown to man who made writes report. 
Oswald, was aske dby Hosty to inform on associates 
Oswald taken out of theater without being asked : 
he had. a ticket to be there. Hit with gun butt. 
Witnesses not cross examined. 

Be had no defense lawyer. At Warren Commissi on. 
No lawyer at interogatioa. 

Eifle fit in PO box ? 

Letter about Walker affair had no date. 

Original paper bag not shown to witnesses. 
Testimony of doctor stating shot cane from front 
Ignored Connolly statement of two shots. 
Description of sniper older heavier and balder. 


Hit Oswald. 
iby entrance, 
of 



55. ' Keller^an said Kennedy spoke after first shot. 

Commission states first shot went throng fchrcst . 

56. ' Failed to mention hack brace. 

57. Were not shown Xrays,- 
52. Were net shown Photos.. 

59 »■ FBI left Eosty name off addresses found on Oswald, 
op. Two sponges left . in Oswald. 

61. Autopsy report states Kennedy on table at 12s 30 

This is the time he was supposed to be shot other 
disore percies in time. 

62. ; Gmifcion of witnesses and important testimony.. 

63 . Warnings of attempt befo re shooting.. 

64. - Buby told Warren there WAS . an organization.. 

65 . ' Reports of Oswald in two places at once.. 

66. - Did not determine who was in photo taken in Fieri so 

reported to be Oswald. 

67 . Oswald said he did not kill President*. 

68 . - Oswald, says he did not own. rifle.. Did he hare papers , to 

prove he sold it ? 

69 ., Statement that 0 was FBI agent not checked out #r Sweatt. 

?0„ Patrolmna and Truly let Gswlad go. 

71 . Truly had rifle in building. 

?2. All other owners of similar rifles not checked &at 
for match of other marks on shells. 

73. Ammunition 500 defective . 20 years old. 

Indications copper jacket bullet would not disintegrate. 

75 » .Ko comparison of bullet found at Parkland with fragments 
found at scene of crime „ 

76. Boswell drawing shows no holes on front of Presidents head. 

one in hacks of head at center w arrow pointing to the left. 

77 . Farts autopsy changed « . 

78. parts of autopsy omitted, 

79. - . Two persons seen at 6th floor window.. 

80. There was no legal investigation or trial in Sta ;e« 

81. Ho search warrant at Paine garage ? Bledsoes ? 

82. Mlssle fragments removed from Tesas. 

&3i . Composition of missies not matched for different type. 

84, Mrs* 0. claimed pressure from FBI. (Changed testimony) 

85 , Mrs 0 said Bosty made advances to her ? 

86, Mrs 0. said rifle bought in February... Sales ticket . March. 

87 , Robert 0. had camera which took Walker pictures. 7 . 

. ROBERT STATES HE DID MOT SEE OSWALD IK A YEAR . 

88, . Mo mention of other types of weapons and missies 

although evidence indicates otherwise. 

09 , , Panel did not even check gaily proofs of report for errors. 

90, On paper Fritz had tippets, a dead, man in court. 

91 , Report quotes man running up street in wrong direction. 

92, . Commission took the word of agencies involved in case 

as only word of their truth. 

93, Commission entered facts not related to case. Against defend. 

94, . Commission withheld evidence concerning case. 

95 , Autopsy report entries left blank. 

96 , .Were finger prints of Kennedy matehde with body v 

97, Commission let other .suspect go even though shot may have 
cose from this location. 

98, Reconstruction of crime dona with different tyre of car.. 

99° Finger print removed from rifle. glLO/C p /? 0 h{ p , d/ A r~ 

100 . Gsalwd wearing diffsmt shirt than assassin. 


The best- shot from, the sixth floor was a direst shot before 


turn . 



